


Removal 





1 Completely remove intake manifold with exhaust 
manifold (14—415). 


2 Unscrew fastening nuts for exhaust manifold on 


intake manifold and remove exhaust manifold from 
intake manifold. 


Arrows = intake manifold fastening nuts 


3 For installation proceed vice versa. Use new 
gaskets. 
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